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UNCLASSIFIED 

PAGE 01 SAN SA 02013 201822Z 
73 

ACTION ARA-10 

INFO OCT-01 ISO-OO EB-05 DRC-01 RSC-01 AS-01 /019W 

093046 

R 201700Z MAY 74 
FM AMEMBASSY SAN SALVADOR 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 5508 
AMEMBASSY GUATEMALA 
AMEMBASSY TEGUCIGALPA 
AMEMBASSY SAN JOSE 

UNCLAS SAN SALVADOR 2013 

USDOC 


E.O:. 11652 - N/A 
TAGS: BEXP, ES 

SUB J : FOREGIN GOVERNMENT TENDER (CEL-442: ELECTRICAL POWER 
TRANSMISSION LINE) 

REF: STATE A- 1168 

PLS PASS INFO BIC/OIM/LAD; OPIC; FCIA; EXIMBANK 

1. 211/01/T0034 

2. 051774 

3. 1 DE PEDRAZA 
4.211 EL SALVADOR 
5. N 

6A. REPLY/WRITE TO - 
6B. - 

6C. HARZA ENGINEERING COMPANY 
150 SOUTH WACKER DRIVE 
CHICAGO, ILLINOIS 60606 

7. CEL-442 

8. INTERESTED CONTRACTORS ARE INVITED TO SEND THEIR QUALIFICATQONS 
ASAP TO HARZA ENGINEERING COMPANY IN ORDER TO QUALIFY AS BIDDERS ON 
TENDER # CEL -442 WITH DEADLINE ON 090374, FOR THE SUPPLY AND INSTA- 
LLATION OF THE ELECTRICAL POWER TRANSMISSION LINE NOTED IN ITEM 10 
UNCLASSIFIED 

UNCLASSIFIED 
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9. 201 
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10. 9918201-0800. DESIGN, SUPPLY AND INSTALLATION OF A 1 15 KILO- 
VOLT STEEL TOWER DOUBLE CIRCUIT ELECTRICAL POWER TRANSMISSION LINE. 
ABOUT 39.9 KILOMETERS LONG. COMPLETE WITH STEEL TOWERS AND ALL THE 
NECESSARY ACCESSORIES. WHICH IS TO BE EXTENDED FROM THE "CERRON 
GRANDE" HYDROELECTRIC DAM TO THE "NEJAPA" SUBSTATION; ALL AT AN 
ESTIMATED COST 800,000 US DOLLARS. INTERESTED CONTRACTORS ARE TO 
TRANSMIT THE FOLLOWING INFORMATION ABOUT THEIR COMPANIES: (A) 
EXPERIENCE IN THE CONSTRUCTION OF STEEL TOWER TRANSMISSION LINES 
SIMILAR TO THAT REQUESTED HEREIN, (B) A REPORT ON THEIR FINANCIAL 
RESOURCES, (C) DESCRIPTION OF THEIR PLANT AND ORGANIZATION, 

ID) BANK REFERENCES, AND (E) ANY ADDITIONAL INFORMATION AVAILABLE 
ON THE CONTRACTOR'S CAPABILITIES. 

1 1 . THE COST OF THE SUPPLY AND INSTALLATION OF THE SUBJECT 
TRANSMISSION LINE WILL BE FINANCED BY AN IBRD (WORLD BANK) LOAN. 
DETAILED SPECIFICATIONS AND CONTRACT DOCUMENTS N0637-C4C ARE EXPECTED 
TO BE READY FOR TRANSMISSION BY HARZA ENGINEERING COMPANY TO 
QUALIFIED BIDDERS AT THE BEGINNING OF JUNE, 1974. THE OPENING OF THE 

BIDS WILL TAKE PLACE AT: COMISION EJECUTIVA HIDROELECTRICA DEL 
RIO LEMPA (CEL, 9 CALLE PONIENTE NO 950, CENTRO DE GOBIERNO, 

SAN SALVADOR, EL SALVADOR, CENTRAL AMERICA, ON THE DATE NOTED 
IN ITEM 8. 

CAMPBELL 

NOTE BY OC/T: NOT PASSED OPIC, FCIA, EXIMBANK. 
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